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1. PURPOSE 

This instruction establishes procedures and assigns responsibilities within 
the Supply Division (SD) for the repair, testing, or modification of any 
stock items for which the Office of Logistics (OL) exercises technical 
cognizance. 


GENERAL 

Contractual services or other direct expenses incurred for the repaid W-EGIB 

testing, or modification of any_stock items for which OL exercises 

technical cognizance will be <*j*^aj* /}ss**ne t 0 n r ' i Procurement Allot- 1 
ment (JftPA) funds, tissues from stock for purposes of repair, testing 
or modification will be charged to Propert y Requisitioning Authority 
(PRA) . Financial Analysis Numbers, (FAN's) 1 , 
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and ordnance/airborne i tems will usually be in 

respectively. Other activi- 


ties exercising technical cognizance ot items in storage may be as- 


signed 


funds for repair, modification, or testing of the items 


they manage. 


RESPONSIBILITIES 


a. Supply Management Branch (SMB) will approve the repair, modification, 
or testing of items other than ordnance and airborne, subject to the 
limitations of the referent £#I, and will initiate action to adjust 
the price of modified items if necessary. 


b. Technical Advisory Section, Operations Support Branch will approve 
the repair, modification, or testing of ordnance and airborne items, 
subject to the limitations of the referent S#fr'£?and will establish 
through SMB necessary price, adjustments for ordnance and airborne 
materiel. > 
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c. 


will accomplish the necessary repair, 
modification, or testing through their own facilities or external 
sources as they may deem appropriate. 
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